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FOREWORD 


Thio  publication  was  prepared  under  contract 
by  the  UNITED  STATES  JOINT  PUBLICATIONS  RE¬ 
SEARCH  SERVICE,  a  federal  government  organi¬ 
zation  established  to  service  the  translation 
and  research  needs  of  the  various  government 
departments. 


JPRSt  3305 
CSO:  3690-D 

NOMINATIONS  TO  THE  ACADEMY  OP  MEDICAL  SCIENCES  USSR 


[Following  is  a  translation  of  the  unsigned  article  "Prom 
the  Academy  of  Medical  Sciences  USSR"  in  the  Russian  news¬ 
paper  Meditslcskly  rabotnik  (Medical  Worker),  Vol9  23, 

Nooii  (l 8SSTJ  12  January  19o0,  Moscow,  page  It.  3 


The  Academy  of  Medical  Sciences  USSR,  according  to  paragraph 
lit  of  the  Statutes  of  the  Academy,  lists  the  names  of  candidates 
nominated  for  active  members  and  corresponding  members  of  the  Academy 
of  Medical  Sciences  USSR  [AMS]*  The  nominations  were  made  by  sci¬ 
entific  institutions,  public  organizations ,  groups  of  scientists, 
and  individuals  in  accordance  with  the  notification  of  the  Presidium 
of  the  Academy  issued  on  17  November  1959. 

Last-  name,  first  name,'  Scientific  degree  and  Organizations  and 
patronymic,  and  special-  position  held  persons  nominating 

ity  for  which  nominated  candidate 

DEPARTMENT  OP  CLINICAL  MEDICINE 
1,  As  Active  Members  of  the  Academy 


1.  BOGDANOV,  Fedor  Corresponding  Member  Scientific  councils: 

Rodionovich  (Surgery)  of  AMS  USSR;  Doctor  Kiev  Institute  for 

of  Medical  Sciences;  the  Advanced  Train- 
Professor;  Honored  Sci-  ing  of  Physicians; 
entist  of  the  RSPSR;  Ukrainian  Scientific 
Head:  Chair  of  Ortho-  Research  Institute 
pedics  and  Traumatology,  of  Orthopedics  and 
Kiev  Institute  for  the  Traumatology,  Min- 
Advanced  Training  of  istry  of  Health, 
Physicians;  Scientific  Ukrainian  SSR; 
Director:  Ukrainian  Sci-  Sverdlovsk  Scienti- 
entific  Research  Insti-  fic  Research  !n- 
tute  of  Orthopedics  and  stitute  cf  Ortho- 
Traumatology,  Ministry  pedics  and 
of  Health,  Ukrainian  Traumatology,  Mxn- 
SSR.  istry  of  Health, 

RSFSR. 
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2.  ISMAILOV,  Nasyr  Corresponding  Member  of  Scientific  council, 

Ismailovich  AS,  Uzbek  SSR;  Doctor  Tashkent  Medical 

(Therapy)  of  Medical. Sciences;  Institute.  . 

Professor;  Honored 
Scientist,  Uzbek  SSR; 

Head;  Chair  of  the 
Propedeutics  of  In¬ 
ternal  Diseases, 

Tashkent  Medical  In¬ 
stitute. 

3.  KURSHAKOV,  Corresponding  Member  of  Scientific  council, 

Nikolay  Aleksaudro-  AMS,  USSR;  Doctor  of  Institute  of  Bio- 

vic'h  Medical  Sciences;  Pro-  physics,  AMS  USSR; 

(Therapy)  fessor;  Honored  Sclent-  Medical  council, 

is t  of  the  RSFSR;  Section  Fourth  Main  Admini- 
Chiefs  Institute  of  st ration,  Ministry- 

Biophysics,  AMS  USSR.  of  Health,  USSR. 

Ji„  OGNEV,  Boris  Cor  responding  Member  of  Scientific  council, 

Vladimirovich  the  AMS  USSR;  Doctor  of  Institute  of  Surgery 

(Surpery)  Medical  Sciences;  Pro-  imeni  A.  V„  Vishnev- 

.  fessor;  Heads  Chair  of  skiy,  AMS  USSR; 

Topographic  Anatomy  and  Members  of  the  Aca- 
Operative  Surgery,  demy;  A.  A„  Vishnev- 

Central  Institute  for  skiy  and  M.  S.  Malinov- 
the  Advanced  Training  skiy. 

Of  Physicians. 

SAVITSKIY,  Corresponding  Member  of  Scientific  council, 

Aleksandr  Ivanovich  MS  USSR;  Doctor  of  Scientific  Research 

(Oncology)  Medical  Sciences?  Pro-  Institute  imeni  P.  A. 

fessor?  Honored  Scientist  Gertsen,  Ministry  of 
of  the  RSFSR;  Head;  Chair  Health  RSFSR;  Members 
of  Oncology,  Central  of  the  AMS  USSR:  V. 

Institute  for  the  Advanced  R.  Braytsev,  B.  V. 
Training  of  Physicians;  Petrovskiy,  A.  I. 

Scientific  Director,.  Sci-  Serebrov,  and  V.  N. 
entific  Research  Institute  Shamov. 
of  Oncology  imeni  P.  A. 

Gertsen,  Ministry  of 
Health  RSFSR. 
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6.  TERNOVSKIY,  Sergey  Corresponding  Member 
Dmitriyevich  of  AMS  USSR.;  Doctor 

(Surgery)  of  Medical  Sciences; 

Professor;  Honored 
Scientist  of  the  RSFSR; 
Heads  Clinic  of  Pedi¬ 
atric  Surgery,  Moscow 
Medical  Institute 
Speranskiy.  II  imeni 
N.  I.  Pirogov. 


Scientific  council, 
Moscow  Medical  In¬ 
stitute  II  imeni 
N.  I*  Pirogov;  Members- 
of  the  AMS  "JSSRj 
I.  G,  Rufancv  and 
G.  N»  Speranskiy. 


7.  T0PCHIEASHE7,  Corresponding  Member  Scientific  council, 

Mustafa  Agabak  ogly  of  AMS  USSR;  Academician  Azerbaijan  Medical 

of  AS,  Azerbaijan  SSR;  Institute  imeni 
Doctor  of  Medical  Sci-  R.  Narimanova, 
ences;  Professor; 

Honored  Scientist,  ■ 

Azerbaijan  SSR;  Vice- 
President?  AS  Azer¬ 
baijan  SSR;  Head: 

Chair  of  Faculty  Surgery, 

Azerbaijan  Medical  In¬ 
stitute  imeni  N.  Narimanov. 


2,  As  Corresponding  Members  of  the  Academy 


1.  ARUTYUNOV,  Doctor  of  Medical  Sci-  Scientific  councils: 

Aleksandr  Ivano-  ences;  Professor;  Honor-  Scientific  Research 

vich  ed  Scientist  of  the  Institute  of  Neuro¬ 
surgery)  Ukrainian  SSR;  Director;  surgery.  Ministry  of 

Scientific  Research  Health,  Ukrainian 

Institute  of  Neurosur-  SSR;  Kiev  Institute 

gery,  Ministry  of  Health,  for  the  Advanced 
Ukrainian  SSR;  Head:  Training  of  Physi- 

Chair  of  Neurosurgeiy,  cians. 

, :  Kiev  Institute  for  the  •. 

Advanced  Training  of 
Physicians. 


2.  ATAKKANOV,  Doctor  of  Medical  Sci- 

Ergash  Isabayevich  ences;  Professor;  Head: 

(Therapy)  Chair  of  the  Propedeu- 

tics  of  Internal 
Diseases,  Tashkent 
Medical  Institute; 
Chairman:  Learned 
Medical  Council,  Min¬ 
istry  of  Health,  Uzbek 
SSR. 
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Scientific  councils: 
Tashkent  Medical  In¬ 
stitute,  Uzbek  Sci¬ 
entific  Research 
Institute  of  Hematology 
and  Blood  Transfusion; 
Medical  and  Sanitary 
Service  and  Committee 
of  the  Tashkent  Rail¬ 
road  Workers’  Trade- 
Union. 


3.  BEREZIN,  Ivan 

Filitnyavich 

(Surgery) 


h.  GLAZUNOV  ,  Ivan 

Semenovich 

(Neuropathology) 


£.  KERBIK07 ,  Oleg 
Vasil' yevich 
(Psychiatry) 


6.  KOLESOV,  Vasiliy. 

Ivanovich 

(Surgery) 


Doctor  of  Medical  Sci¬ 
ences}  Professor} 

Honored  Scientist, 
Turkmen  SSR;-  Deputy  Di¬ 
rector,  Scientific  Sec¬ 
tion}  Head:  Chair  of 
Hospital  Surgery,  Turk¬ 
men  Medical  Institute} 
Chairman:  Learned 
Medical  Council,  Min¬ 
istry  of  Health,  Turkmen 
SSR » ' 

Doctor  of  Medical  Sci¬ 
ences}  Professor}  Sec¬ 
tion  Heads  Institute 
of  Biophysics,  A MS 
USSR, 


Doctor  of  Medical  Sci¬ 
ences}  Professor}  Head: 
Chair  of  Psychiatry, 
Moscow  Medical  Institute 
II  imeni  N.  I.  Pirogov. 


Doctor  of  Medical  Sci¬ 
ences}  Professor} 

Heads  Chair  of  Faculty 
Surgery,  Leningrad 
Medical  Institute 
I  imdni  I.  P.  Pavlov. 


Scientific  council, 
Turkmen  Medical 
Institute. 


Scientific  council, 
Institute  of  Bio¬ 
physics,  AMS  USSR; 
Medical  council  of 
the  Fourth  Main 
Administration, 
Ministry  of  Health 
USSR. 

Scientific  council, 
Mosccw  Medical  In¬ 
stitute  II  imeni  N. 

I.  Pirogov;  Presidium 
of  the  Board,  All- 
Russia  Scientific- 
Medical  Society  of 
Neuropathologists  and 
Psychiat  ris  t3 ;  Member 
of  AMS  USSR,  Ye.  A. 
Popov. 

Scientific  council, 
Leningrad  Medical 
Institute  I  imeni 
I.  P.  Pavlov;  Society 
of  Surgeons  imeni 
Pirogov;  Member  of 
the  AMS  USSR,  P.  A. 
Kupriyanov. 


7.  KQ10MIYCHENK0 ,  Doctor  of  Medical  Sci- 

Aleksey  Isidorovich  encesj  Professor;  Honored 
(Surgery)  '  '  '  Scientist  of.  the.  Ukrain- 

:  ian  SSR;  Head:  Clinic 

of  Ear,  Nose,  and  Throat, 
l"'  '  Kiev  Institute  for  the 
Advanced  Training  of 
Physi cfans j  Chief  0  to- 
laryngologist,  Ministry 
of  Health,  Ukrainian  SSR.' 

8.  MARGORIN,  Yevgeniy  Doctor  of  Medical  Sci- 

Mikhaylovich  ences;  Professor;  Heads 

(Topographic  Anatomy  Chair  of  Topographic 
and  Operative  Anatomy  and  Operative 

Surgery)  Surgery,  Leningrad 

Medical  Pediatric 
Institute;  Deputy  Di¬ 
rector  of  Scientific 
Department;  Heads 
Laboratory  of  Neuro¬ 
surgical  Anatomy  and 
Operative  Neurosurgery, 
Leningrad  Institute  of 
Neurosurgery  imeni 
A.  L.  Polencv,  Ministry 
of  Health  RSFSR. 

Doctor  of  Medical  Sci¬ 
ences;  Professor;  Heads 
Chair  of  Faculty  Sur¬ 
gery,  Minsk  Medical 
Institute. 


10.  MISHENIN,  Ivan 

Dmitrlyevich 

(Therapy) 


11.  MQLOICANOV,  Doctor  of  Medical  Sciences 

Konstantin  Pavlovich  Professor ;  Head:  Divi- 
( Roentgenology)  sion  of  Roentgenology, 

Institute  of  Industrial 
Hygiene  and  Occupational 
Diseases,  USSR.  AIK  USSR. 


Doctor  of  Medical  Sci¬ 
ences;  Professor;  Head: 

,  Chair  of  the  Propedeutics 
of  Internal  Diseases, 

Mins k:  Medical  Institute. 


9.  MASLOV,  Petr 

Nikolayevich 

(Surgery) 


Scientific  council, 
Kiev  Institute  for  the 
Advanced  Training  of 
Physicians. 


Scientific  councils: 
Leningrad  Medical 
Pediatric  Institute, 
Leningrad  Institute 
"of  Neurosurgery 
imeni  A.  Ly  Polencv, 
Ministry  of  Health 
RSFSR. 


Scientific  council, 
Minsk  Medical 
Institute. 


Scientific  council, 
Minsk  Medical  In¬ 
stitute. 


Scientific  council, 
Institute  of  In¬ 
dustrial  Hygiene 
and  Occupational 
Diseases,  AMS 
USSR. 


12.  PANCHENKO,  Doctor  of  Medical  Sci- 

Dtnitriy  Ivanovich  ences;  Professor?  Honor- 

neuropathology)  ed  Scientist  of  the 

Ukrainian  SSR;  Head: 
Chair  of  Nervous  Di¬ 
seases,  Kiev  Institute 
for  the  Advanced  Train¬ 
ing  of  Physicians ; 

Chief  Neuropathologist, 
Ministry  of  Health, 
Ukrainian  SSR. 

13.  PETROY-MASK&LOV,  Doctor  of  Medical  Sci- 

Mikhail  Ar.dreyevich  ences;  Professor; 
(Obstetrics  and  Head:  Chair  of  Qb- 

Gynecology)  stetrics  and  Gynecology, 

Leningrad  Medical  In¬ 
stitute  of  Sanitation 
and  Hygiene. 

Hi.  POBEDINSKIT,  Doctor  of  Medical  Sci- 
Mikhail  Nikolayevich  ences;  Professor;  Bi- 
(Roentgenology)  rector:  Central  Sci¬ 

entific  Research  In¬ 
stitute  of  Medical 
Radiology,  Ministry  of 
Health  USSR;  Head:  . . 
Chair  of  Medical  Radio¬ 
logy,  Leningrad  Insti-  . 
tute  for  the  Advanced 
Training  of  Physicians; 
Chief  Radiologist, 
Ministry  of  Health  USSR. 

l£„  RAKOV,  Aleksandr  Doctor  of  Medical  Sci- 
Ivanovich  ences;  Professor;  Chief:, 

(Oncology)  Department  of  Surgery 

II,  Institute  of  Onco¬ 
logy,  AMS  USSR;  Head: 
Chair  of  Oncology, 
Leningrad  Institute  for 
the  Advanced  Training 
Of  Physicians. 


Scientific  council, 
Kiev  Institute  for 
the  Advanced  Train¬ 
ing  of  Physicians. 


Scientific  council, 
Leningrad  Medical 
Institute  of  Sanita¬ 
tion  and  Hygiene; 

Board  of  the  Lenin¬ 
grad  Scientific 
Society  of  Obstetri¬ 
cians  and  Gynecologists. 

Scientific  council. 
Central  Scientific 
Research  Institute 
Medical  Radiology, 
Ministry  of  Health 
USSR. 


Scientific  councils: 
Institute  of  Oncology, 
AMS  USSR,  Institute 
of  Experimental  and 
Clinical  Oncology, 

AMS  USSR.  . 
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16.  TATARENKO,  Nina 

Pavlovna 

(Psychiatry) 


1?.  FANARDZHYAN, 
Varfolomey  Artem*- 
yevich 

(Roentgenology) 


18.  FEDOTOV,  ; 
Dmitriy  Dmitriyevich 
(Psychiatry) 


19.  FILIPPOVICH, 
Artemiy  Nikitich 
(Infectious  Diseases) 


Doctor  of  Medical 
Sciences  5  Professor; 
Head;  Chair  of  Psy¬ 
chiatry,  Khar'kov 
Medical  Institute, 


Academician  of  the  AS 
Armenian  SSR;  Doctor. of 
Medical  Sciences ; Pro - 
lessors  Honored  Scien¬ 
tist  of  the  Armenian 
SSR;  Academician-Sec¬ 
retary;  Department  of 
Biological  Sciences, 

AS,  Armenian  SSR;  Director 
Scientific  Research  In¬ 
stitute  of  Roentgenology 
and  Oncology,  Ministry 
of  Health,  Armenian  SSR; 
Head;  Chair  of  Roentgen¬ 
ology  arid  Radiology, 
Yerevan  Medical; Institute. 

Doctor  of  Medical  Sci-  . 
ences;  Professor?  Di-r 
rector;  Institute  of 
Psychiatry,  AMS  USSR; 

Head  of  its  Clinical 
Department  of  Experi¬ 
mental  Therapy. 


Doctor  of  Medical  Sci¬ 
ences;  Professor; 

Head;  Chair  of  Infectious 
Diseases,  Minsk  Medical 
Institute. 
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Scientific  councils; 
Khar'kov  Medical  In- 
stitute,  Ukrainian 
Scientific  Research 
Institute  of  Neuro¬ 
psychiatry;  Board  of 
the  Scientific  Society 
of  Neuropathologists 
and  Psychiatrists,  r 
Khar8  ltov  C blast  and 
Khar'kov  City;  Corres¬ 
ponding  Member  of  the 
AS,  Ukrainian  SSR, 

Ye.  K.  Frikhod*  fccvs. 

Scientific  council. 
Scientific  Research 
Institute  of  Roent¬ 
genology  and  Oncology, 
Minister  of  Health, 
Armenian  SSR;  Member 
of  the  AMS  USSR, 

L.  A.  Oganesyan. 


Scientific  council, 
Institute  of  Psy¬ 
chiatry,  AMS  USSR; 
Presidium  of  the  Ad¬ 
ministration,  All- 
Russia  Scientific- 
Medical  Society  of 
Neuropathologists  and 
Psychiatrists;  Member 
of  the  AMS  USSR, 

Ye.  A.  Popcv. 

Scientific  council, 
Minsk  Medical  Insti¬ 
tute, 


20.  TSIMBLER,  Iosif 

Veniaminovich 

(Pediatrics) 


21.  CHEBOTAREV, 
Dmitriy  Fedorovich 
(Therapy) 


22.  CHERNOGOROV , 
Ivan  Alekseyevich 
(Therapy) 


23.  SHELAGBROV, 
Aleksey  Alekseyevich 
(Therapy)  / 


Doctor  of  Medical  Sci¬ 
ences;  Professor; 

Head:  Division  of'. 
Children  * s  Tuberculosis, 
Institute  of  Pediatrics, 
AMS  USSR. 

Doctor  of  Medical  Sci¬ 
ences;  Professor; 

Head:  Chair  of  Therapy, 
Kiev  Institute  for  the 
Advanced  Training  of 
Physicians;  Head:  Divi¬ 
sion  of  Changes  of  the 
Internal  Organs  in 
Aging,  Institute  of 
Gerontology  and  Experi¬ 
mental  Pathology,  AMS, 
USSR;  Chairman:  Learned 
Medical  Council,  Min¬ 
istry  of  Health, 
Ukrainian  SSR. 

Doctor  of  Medical  Sci¬ 
ences;  Professor; 

Head:  Department  of 
Cardiology,  Institute 
of  Therapy,  AMS  USSR. 

Doctor  of  Medical  Sci¬ 
ences;  Professor; 

Head:  Chair  of  the 
Propedeutics  of  In¬ 
ternal  Diseases, 

Moscow  Medical  Insti¬ 
tute  II  imeni  N.  I. 
Pirogov;  Chief  Thera¬ 
peutist:  Fourth  Main 
Administration,  Min¬ 
istry  of  Health  USSR. 


Scientific  council, 
Institute  of  Pediatrics, 
AMS  USSR. 


Scientific  council, 
Kiev  Institute  for 
the  Advanced  Training 
of  Physicians;  Mem¬ 
ber  of  the  AIK  USSR, 
V.  N.  Popov. 


Scientific  council. 
Institute  of  Therapy, 
AMS  USSR. 


Scientific  council, 
Moscow  Medical  Insti¬ 
tute  II  imeni  N»  I. 
Pirogov;  Medical 
council,  Fourth  Main 
Administration,  Min¬ 
istry  of  Health  USSR; 
Member  of  the  AMS 
USSR,  A.  A.  Bagdasarov; 
Corresponding  Member 
of  the  AMS  USSR,  A. 

F.  Bilibin. 


2h>  EFENDIYEV,  Fuad  Corresponding  Member  Scientific  council, 

Aladdin  cgly  of  the  AS,  Azerbaijan  Azerbaijan  Medical 

(Surgery)  SSR;  Doctor  of  Medical  Institute  imeni 

Sciences;  Professors  N.  Narimanov, 

Honored  Scientist  of 
the  Azerbaijan  SSR; 

Head:  Chair  of  Faculty 
Surgery,  Azerbaijan 
Medical  Institute  imeni 
N,  Narimanov;  Deputy 
Director:  Scientific 
Section,  Azerbaijan  ,  i; 

Institute  of  Blood 
Transfusion, 

Doctor  of  Medical  Sci-  Scientific  council, 
ences;  Professor;  Odessa  Medical  Insti- 

Honored  Scientist  of  tutej  Odessa  Oblast 

the  Ukrainian  SSR;  Public  Health  Divi- 

Chief:  Clinic  of  sion;  Board  of  the 

Hospital  Therapy,  Odessa  Oblast  Society 

Odessa  Medical  Insti-  of  Therapeutists, 

tutej  Director: 

Department  cf  Rheu¬ 
matology,  Ukrainian 
Ins  ti tut  e  of  Balneology 
and  Physiotherapy. 

,  •  .  .  DEPARTMENT  OF  MEDICOBIOLCGICAL  SCIENCES 

:  1.  As  Active  Members  of  the  Academy 

1.  GORIZONTOV,  Petr  Corresponding  Member  Scientific  council, 

Dmitriyevich  of  AMS  USSR;  Doctor  of  Institute  of 

(Pathological  .  Medical  Sciences;  Biophysics,  AMS 

Physiology)  Professor;  Deputy  Di-h  USSR. 

s :  rector;  Scientific  Sec¬ 

tion,  and  Section  Chief, 

Institute  of  Biophysics, 

AMS  USSR;  Head:  Chair 
of  Pathological  Physiology, 

•  Central  Institute  for  the 

Advanced  Training  of 
Physicians. 


2^.  YASINOVSKIY, 
Mikhail  Aleksandro¬ 
vich 

(Therapy) 
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2.  KRAYE7SKIY  , 
Nikolay  Aleksandro¬ 
vich 

(Pathological 

Anatomy) 


3.  LEBEDINSKIY, 
Audrey  Vladimirovich 
(Biophysics) 


k.  SANOTSKIY , 
Vladimir  Antonovich 
(Pharmacology  and 
Toxicology) 


2.  As 

1.  ALESHIN,  Boris 

Vladimirovich 

(Endocrinology) 


#52^3 


Corresponding  Member  of  Scientific  council, 

AMS  USSR j  Doctor  of  Institute  of  Bio- 

Medical  Sciences?  Pro-  physics, 

fessor;  Deputy  Director 
of  Scientific  Section 
and  Laboratory  Chief: 

Institute  of  Biophysics, 

AMS  USSR. 

Corresponding  Member  of  Scientific  council, 
the  AMS  USSR?  Doctor  of  Institute  of  Bio- 
Medical  Sciences?  Pro-  physics,  AMS  USSR. 
lessor?  Honored  Scien¬ 
tist  of  the  RSFSR;  Di¬ 
rector  and  Laboratory 
Chief:  Institute  of  Bio¬ 
physics,  AMS  USSR. 

Corresponding  Member  of  Scientific  council, 
AMS  USSR?  Doctor  of  Institute  of  Bio- 

Medical  Sciences;  physics,  AMS  USSH. 

Professor;  Laboratory 
Chiefs  Institute  of 
Biophysics,  AMS  USSR. 

Corresponding  Members  of  the  Academy 

Doctor  of  Biological  Sci-  Scientific  council, 
ences;  Professor ;  Honored  Ukrainian  Scientific 
Scientist  of  the  Ukrainian  Research  Institute 
SSR;  Head:  Chair  of  of  Experimental  En- 

Histology,  Khar'kov  Medi-  docrinology;  Board  • 
cal  Institute;  Head:  Di-  of  the  Khar'kov 
vision  of  His tops thology.  Society  oi  Endocrino- 
Ukrainian  Scientific  legists;  Member  of 

Research  Institute  of  Ex-  A1S  USSR,  N.  Go 
perimental  Endocrinology •  Khlopin. 

(To  be  continued.) 

Presidium  of  the  Academy  of  Medical  Sciences  USSR 
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